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25X1 1. The power plant is located in the Verkhniye ‘otly suburb of Moscow, about 
2,000 meters south of the outer freight ring. The construction of the power 
plant started in the summer of 1918. Four ferro-ccncrete buildings, measur~ 
ing about 100 x 50 meters, were under construction, Two of these buildings 
were alrnady 15 meters high, the other two 10 meters hirh, The division into 
storics could be observed, There was alm a storage dump, about 200 x 50 
meters, surrounded by a double barbed wire fence, 


2. The plant was allegedly scheduled to be equipped with four steam turbines 
to be delivered by a Leningrad Plant. The power plant is allegedly designed 
to supply only industrial installations, # 


25X14 *L_ Jeonment. This power plant is reported for the first time, 
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